CHELMSFORI?

Duke of Connaught; and in April of that year Chelmsford
left India. On returning home he was made a viscount.

In the first Labour Government of 1924 he was for a
short time First Lord of the Admiralty, and he subse-
quently acted for two years as Agent-General in London
for New South Wales. In 1930 he was appointed Warden
of Winchester, and in 1932 Warden of All Souls, his former
colleges. In the following year he died suddenly at the
age of sixty-four at Ardington House, Wantage, on 1st
April 1933. The present viscount is his second son.

Chelmsford was a quiet and retiring man with a serious
and lifelong devotion to municipal and public service.
Like his father and his maternal grandfather, he had an
interest in India and also much knowledge of colonial and
local government, in which he played by no means a
colourless but a respected and honoured part. Not a
strong politician, he had progressive views to which he
had the courage to adhere.
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